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Message Text 


TAGS: SWEL, TBIO, UK 

SUBJECT: SYNTHETIC HORMONES IN EARLY PREGNANCY 
REFERENCE: LONDON 09734 
PASS SCICOUNS 


1 . FDA ADVISES THAT THE SUBJECT "SYNTHETIC HORMONES IN 
EARLY PREGNANCY, WAS DISCUSSED IN FDA'S DRUG BULLETIN 
VOLUME 5, NUMBER 1, JA;UARY - MARCH, 1975. APPROPRIATE 
REFERENCES ARE CITED AT END OF ARTICLE. 


2. FDA AIRMAILING COPY OF DRUG BULLETIN AND FEDERAL 
REGISTER REPRINT, FRIDAY JULY 22, 1977 VOLUME 42, 
NUMBER 141 WHICH ALSO SETS FORTH CERTAIN LABELING 
REQUIREMENTS RELATIVE TO USE OF "HORMONES IN EARLY 
PREGNANCY" CHRISTOPHER 
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